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GERARD’"k^O-*-N£ILL-, SPECIAL INdJUIRY-EXPANDED NAME CHECK-. ! j 

S>&C (Y\ ft s 


C L 


BUDED: 2/b/flS WITHOUT FAIL: {B> 

BUREAU HAS BEEN REQUESTED TO CONDUCT EXPEDITE EXPANDED NAME 
CHECK REGARDING CAPTIONED INDIVIDUAL FOR PRESIDENTIAL 
APPOINTMENT-. POSITION NOT INDICATED. 

_BORN FEBRUARY L-. 1T27i IN BROOKLYN-. NEW YORK } RESDgSHfl^ 
MC COSH CIRCLE-. PRINCETON-, NEW JERSEY} IS EMPLOYED AS PRESIDENT-i 


GEOSTAR CORPORATION-, PRINCETONn NEW JERSEY} AND HAS S SAN 055- 20* 

CHECK INDICES AND ELSUR FILES BASED UPON AVAILABLE 
INFORMATION CONCERNING APPOINTEE-, IF UTILIZING MAJOR CASE 
INFORMATION SYSTEM-, ISIS OR OCIS ALSO CHECK THOSE DAT 


PROMPTLY SUTEL RESULTS {POSITIVE OR NEGATIVE} BY TEUET 





-■/ i 
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422fl 


RETURN TO 
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RECORDED 

• 17 ,J5 


53 JUN 241986 
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' JAM 31 1985 
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0-93A (7-19^7) 


DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 
COMMUNICATION MESSAGE FORM 


CONTINUATION SHEET 


£>P?A*(5lEirHEIlKO DE H<2 DH31 UNCLAS 


SUMMARY-. AND IF POSITIVE-. FOLLOW WITH COPIES OF DOCUMENTS BY 

airtel: 

RECEIVING OFFICES WILL ALSO CONTACT THE U: S: ATTORNEY'S 
OFFICE TO DETERMINE IF THERE IS ANY INDICATION OF FEDERAL 
PROSECUTIVE ACTION -CCIVIL OR CRIMINAL-. IN CLOSED OR CURRENT 
FILES} CONCERNING APPOINTEE: 

NO FURTHER INVESTIGATION IS REQUESTED AT THIS TIME-. 
HOWEVER^. OFFICES TO SUBMIT RESULTS BY BUDED BY SUMMARY TELETYPE 
SUITABLE FOR DISSEMINATION-. NO REPORT NECESSARY: 

SPIN 


BO NOT TYPE MESSAGE BELOW THIS LINE 


FBI/DOJ 


DO NOT TYPE PAST THIS LINE 



4-22 (Rev. 7-1-83) 


FEDERAL BUREAU OF JNVESTlSSl 
Records/Operations Sections 


_ VQyy) ijfO , 19 

m Name Seg^ figUnit, 4543,. TL# 115 
4654, TL# 225. . 

“'‘"‘□Special File Room, 5991, TL# (12*2 \ f 
0"'Forward t o File Review, 5447, TL# 14*3 

lETAttention ___ 

Return to | vS~y6? /) <3.33 / 

_ Supervisor, Room, TL#, Ext. 

Type of Search Requested: (Check One) 

□ Restricted Search (Active Index - 5 & 20) 

□ Restricted Search (Active & Inactive Index -*5 

B"TJnrestricted (Active & Inactive lndex)~\ ^ _ 

Special Instructions: (Check One) \ V "' V 
ETAII References (Security & Criminal) 

□ Security Search 

□ Criminal Search 


□ Main_References Only 

□ Exact Name Only (On the Nose) 

□ Buildup Emanations 
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* INSTRUCTIONS - * 

To obtain classifiable fingerprints: ' v 

1. Use printer’s ink. 

2. Distribute ink evenly on inking slab. $ 

3. Wash and dry fingers thoroughly. - 

4. Roll fingers from nail to nail, and avoid allowing fingers to slip. 

5. Be sure impressions are recorded in correct order. 

6. If an amputation or deformity makes it impossible to print a finger, make a notation to that effect in the individual finger 
block. 

7. If some physical condition makes it impossible to obtain perfect impressions, submit the best that can be obtained with a 
memo stapled to the card explaining the circumstances. 

8. Examine the completed prints to see if they can be classified, bearing in mind the following: 

Most fingerprints fall into the patterns shown below (other patterns occur infrequently and are not shown here): 


1. LOOP 


2. WHORL 


3. ARCH 



THE LINES BETWEEN CENTER OF 
LOOP AND DELTA MUST SHOW 


THESE LINES RUNNING BETWEEN 
DELTAS MUST BE CLEAR 


ARCHES HAVE NO DELTAS 


(a) A delta (A) is the point at which the lines forming the loop or whorl pattern spread and begin going in different direc¬ 
tions. All loop prints have one delta. Whorl prints have two. 

(b) Loop prints cannot be classified unless the center of the loop and the delta, and i - " _ 

. .. t , . THIS SPACE FOR FBI USE 

the lines between them, are clear. 

(c) Whorl prints cannot be classified unless the two deltas and the lines connecting V*-" ^ 5ji 0\ l 

the deltas are clear. 1Q 1 j 

(d) Arch fingerprints can be classified if a sufficiently clear impression is obtained to I (■ 

permit identification of the pattern as being.an arch. • M ^ ()| 

9. If, upon examination, it appears that any of the impressions cannot be classified, new 1 * £0 1 

prints should be made. If not more than three impressions are unclassifiable, new 12 Q 1 

prints of these fingers may be taken and pasted over the defective ones. If more than to rr\\ 

three are unclassifiable, make a new chart. f ) ^ n I 

U.S. GOVERNMENT PRINTING OFFICE; 1959—0-510559 / 7 \^ *"* _-** 
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THE WHITE HOUSE 

WASHINGTON 
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We request: 


Copy of Previ ous Rei 
Name Chec X 



Expanded Name Check 



Full Field Investigation NO IRS TO FBI 
Limited Update 


The person named above is being considered for: 

Whiba_ Hotiflg Staff Positio n 
X _’ Presidential Appointment 


G 


Attachments: 


SF 86 1 2 

SF 87, Fingerprint Card 

SF 86/ Supplement 


Remarks/Special Inst ructs 

PLEASE EXPEDITE 


— EXPANDED NAME CHECK 


Business address: President, Chairman, CEO 

Geostar Corp. 

101 Carftegie Center 
Princeton, NJ 08540 


JAN 3 0 J985 


Phone 


numbers: I / i(>09-h5/L- 
/( / 609-921- 

National Commission 'on Space 


husi: 

609-'92l-2621 f home 






INDICES CHECKS 


' TO: OCIS Room 3050 TL 231 

rtlS Room 4166^TL 237^ > 

ELSUR Room 4997 TL 114 
NCIC Room 7233 TL M2 *** 

Wanted § C CH Files _ 

Attn: Mrs. 


FROM: SPECIAL INQUIRY Room 5161 TL 233 Ann-\ _ 

SUBJECT: tL QlMLLkk SPIN, BUDED: • 


b6 

b7C 


The Bureau has been requested to conduct an expedite 
investigation of the above-captioned subject, who is being 
considered for an unspecified. Presidential appointment. The 
indicated unit is requested to check appropriate'indices-based 
upon available information concerning subject* .employment, and 
all close relatives. It is requested^ that the results of your 
checks, positive or negative, be indicated in the spaces provided 
below, and relayed to the Special Inquiry Unit (SPIN), Room 5161, 
TL 233, via routing slip marked M Urgent M , on ot. before Buded. 

Subject is described as follows: 


Result 

fOchc 


Nl d 


Name: vxl 

dob ^-a j ft Z. 


.... £2? ; fly.. 


Current residence: /<37 7 

, .• V) , Kcmc? 

Employment : /y-gsy (-r^osiatr Cor/0 • 

Ed A/J~ _ 


Close Relatives: 
Result Relationship ,T M8me . • 


D0B r: 


Residence 


j 

i 

i 










& " 


• 4 


INDICES CHECKS 


TO: 


a 


OCIS Room 3050 TL 231 
IIS Room TL 23.2 

ELSUR Room 4997 TL 114J 
' CIC Room 7233 TL MS 


Wanted 
Attn: 


S CCH Files 


FROM: SPECIAL INQUIRY Room 5161 TL 233 Attn} _ 

SUBJECT: 6-grxx^d H.O'AIji±kk _, SPIN, BUDED: 


b6 

b7C 


The Bureau has been requested to conduct an expedite 
investigation of the above-captioned subject,' who is being 
considered for.an unspecified. Presidential appointment. The 
indicated unit is requested to check appropriate'indices-based 
upon available information concerning subject,.employment, and 
all close relatives. It is requested that the results of your 
checks, positive or negative, be indicated in the spaces provided 
below, and relayed to the Special Inquiry Unit (SPIN), Room 5161, 
TL 233, via routing slip marked "Urgent'*, on or before Buded. 




Subject is described as follows: 

Name: ~ 

DOB: _ 

POB: fluaxiKtedL dll ' 

N: 7 


- SSAN 



bSAN : Q^5cT- <3.0-?•/<&> 7 ^— n 

Current residence: /<37 7 f!^ekh'^i'rcl^ 

._ , D -MsT. II 

Employment: rr-e^j r Cor/3 . 

Pm, AtJ~ ~ 


Close Relatives:. 





Result Relationship 


;cMSme .. 


D0B r: Residence 



I 


Jfaiabed /// 6/CSwe 

; '/Wfj- 

i 

j 

(• Check crmriurferl Kv 




’ ** 



on 







INDICES CHECKS 


OCIS Room 3050 TL 231 
IIS Room 4166 TL 232 
FT.SIIR. 4997 TL 114 

NCIC Room 7233 TL 343*' 


Wanted f 

5 CCH Files 


Attn:| 


b6 

b7C 


FROM: SPECIAL INQUIRY Room 5161 TL 233 /Inn: 

SUBJECT: (repaid! \L GUfejU. _, SPIN, BUI 



SPIN, BUDED: oZ-cT-ycT 


Result- 


The Bureau has been requested to conduct an expedite 
investigation of the above-captioned subject, who is being 
considered for an unspecified Presidential appointment. The 
indicated unit is requested to check appropriate'indices based 
upon available information concerning subject, .employment, and 
all close relatives. It is requested that the results of your 
checks, positive or negative, be indicated in the spaces provided 
below, and relayed to the Special Inquiry Unit (SPIN), Room 5161, 
TL 233, via routing slip marked "Urgent”, on or-before Buded. 

Subject is described as follows: 

— — —Name: <^<£-Ya^<d K* <D'/i)£-ikl~ - -• - .. —- 

DOB: _ 

POB: 

SSAN: 

Current residence: /<a 7 Tti^osh C'/rch ; 


Employment: /res ’; 


ace: /&7 TH^ash C'/r<ik 
Prmif’zW,/ hjjL 
S'(yifOg/ar Cor/0 • 

ri /i<? jo/i > A/J~~ __ 


Close Relatives 


Result Relationship ,'rMSme . • 


DOB- 


Residence 






